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steals your comfort 

and your money 



Majestic/ ELECTRONIC AIR CLEANERS 

for a variety of room sizes and requirements. 


MOBILE 

MODEL MEC-1 I 

i| 

Vinyl-clad steel 
cabinet. “Off-high- I 
low” switch. 
Operation indicator. 
600 to 800 cubic 
feet of aif per 
minute. 41" H, 

32" W, 22!/2" D. 

Ship. wt. 225 lbs. 


§ 




PORTABLE 
MODEL MEC-2 

A handy portable 
table model; 
capacity of 175 
cubic feet per minute. Vinyl-clad 
steel cabinet. Unit is 15%" high, 
16 Vs" wide, IIV 2 " deep. 

Ship. wt. 35 lbs. 



CONSOLE 
MODEL MEC-3 

Beautifully finished 
in walnut veneer. 

Capacity: 175 to 
325 cubic feet per 
minute. Cabinet is 29V2" high, 2 IV 2 ' 
wide, 15" deep. Ship. wt. 85 lbs. 



Majestic 


SINCE 1907 

The Majestic Co., inc. 

Huntington, Indiana 


Model MEC-4, same capacity as MEC-1, for wall or ceiling mounting. 


Form No. EACS- 5/64 


Litho in U.S.A. 





You can enjoy cleaner, fresher a 


by using a 



Let the Majestic ELECTRONIC AIR CLEANER provide your store, office, a 
fresher air. Treat your customers or clientele to an indoor atmosphere that is 
comfortable and pleasant— where dust, smoke, lint, pollen, bacteria and disa 
effectively reduced. Help create a better business and profit climate by raisin 
production efficiency and cutting the cost of cleaning and maintenance. 


Trouble-causing airborne impurities— even the tiniest particles— are trapped 
unit goes to work. First, air is drawn into the air cleaner cabinet by a powerfi 
A porous, protective screen traps large particles of dirt and lint. Then the ele 
mechanism removes practically all remaining particles. The charcoal filter is 
Charcoal is a well known adsorbent of odors and vaporous contaminants. Th 
air flows out and is recirculated throughout the room. 


IN YOUR OFFICE — Handsome Majestic console model, 

executive offices, waiting rooms. (See Model MEC-3 on back.) 

IN YOUR STORE — Majestic mobile model for stores, res 

motels, clinics, doctors' offices, funeral parlors, etc. Wheels anywhere, plugs 
standard outlet. (See Model MEC-1 on back and picture at right.) 

AT HOME, TOO — Majestic's portable table model is recomr 

20 ' in size. Plugs in handily, can be moved easily from room to room. (See M( 
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m . -T in September 2h, I 96 J 4 . 

Theodor H. Nelson 7 

Ind. Sys. Consultant 

Literature Only 

P» 0. Box l^ij.6 

Poughkeepsie , New York 12603 
Dear Sir: 

Thank you very much for your inquiry on Majestic's 
Air Cleaner. Enclosed is the 

literature and specifications as you have requested. 

We would like to suggest you contact: 

Kitchen Distributors, Inc. 
l63 Bradford Street 
Albany, New York 


our Majestic Distributor, who will give you any 
additional information and the name of your nearest 
Majestic Dealer. 


Your interest is appreciated. Please pardon the use 
of this form letter, as it is used to expedite getting 
this information to you. 

Very truly yours. 



REC/jo 

Enclosures 


THE MAJESTIC COMPANY, INC. 




Robert E. Cox 

Sales Promotion Manager 






